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1. contain* a rmoatosatotlatt sfej»iti©d for 2©/S 

approval in ©sajmellon with air coSl'i'ioiiliit; for fee Office of Personnel 
Ibr Curie lalX# $»ch ree^afe^&tiou is e-entaii^d la paragraph h. 
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ranch. Office of PersoraeX, me 
of fee- Office of Personnel 


already ©ecepisd, fee Iisterl® Assignaoni 
tosved to carters gye and other coapemn 
mm re&ace ted wlthfe Curie inUU fee apace vacated by Personnel and 
ao» used by I I la air conditioned, while the afece vacated by 

fee XatariK AftM^Bsent branch me not air conditioned. As a result of 
this ®»ve, coapononts of the Office of Persoanci ifco tom had air 
eewiittotiiat at fee past will be without it still* I I 

air conditioning. 


25X1A2G 


5* fee air- conditioning in question, as it would be in fee space 
weed by fe© Office of Personnel, fall# into the "comfort cooling" cate- 
gory. According to provisions of Fab He taw ?63, ?7fe Poagreee and a 
aedificaticm coaUined in letbUc Iam lao, &*t Congress, all Federal 

arc prohibited from purc'-asitig air ©©nditiesiisg and vwafdlaMng 
t, except for special laboratory, scientific and research par- 
pose#. Sowever, if the units left in fee space vacated by fee- Office of 
PmewsmmX we re amod to their new apace, the air conditioning in question 


mold be for 
it is 


rather than for Personnel. 

fe point out feat m 21 My 1?65# 
expenditure of asreuehsred funds for fee purpose ©f air ©©aditionfeg 
ywpired at that tins for I L 


In this eosraett©®,. 
the SCI approved the 


km Air send StteBlilf for 


in Its raw location can be sub. 
staid&ated wader fee smm criteria, for tshich the DC I aijprovod it la 
duly. It la recmwmdod, feerefora, feat approval be giwo to purchase 
fee 'required mrafeiir of window type unit® out of anvoufeered funds for 
fete purpose. 
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5* In the inte rest of avo iding the cost of moving units now 


located in the space 


obtained from the Office of Personnel, 


the new machines will be installed in space now occupied by the 
Office of Personnel, 
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Acting Director of Logistics 


The recommendation contained in 
paragraph I* is approved. 





Distributions 
0 - 0L 


f Deputy Director 
(Support) 


"7^ 


25X1 


m/s v i 

1 _ m hyotje* y ~ 


OL Files 
1 - Signer 


25X1 A9A 


OL/RS&C/smF/ 


(28 Mar. 56) 


Approved For Release 2003 /08/85 i GIA-RDP78-04 71 8A000200080052-6 





